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1 
This invention relates fo a battery terminal 
connection. 
If is an object of the present invention fo pro- 
vide a battery terminal connection wherein no 
nut and bolt is required or the corrosion of the 
saine bas fo be tampered with on making the 
connection or on the removal of the terminal and 
which, upon seeking the removal of the terminal 
requiring a cutting of the bolt or similar opera- 
tion, often destroys the battery post or loosens 
if so that the battery is spoiled. 
If is another object of the present invention fo 
provide a battery terminal connection wherein 
quick installation or quick removal of the ter- 
minal can be effected. 
Other objects of the present invention are fo 
provide a battery terminal connection vhich is 
of simple construction, is inexpensive fo manu- 
facture, has a minimum number of parts, con- 
sumes little space, is easy fo operate and efficient 
in operation. 
For other objects and for a better understand- 
ing of the invention, reference may be had fo the 
following detailed description taken in connection 
with the accompanying drawing, in which: 
Fig. 1 is a perspective view of the battery ter- 
minal connection ruade secure fo a battery post. 
Fig. 2 is a top plan view of the terminal con- 
nection disconnected ïrom the cable. 
Fig. 3 is a longitudinal sectional view taken on 
line 3--3 of Fig. 2. 
Referring now to the figures, 0 represents a 
storage battery having an upstanding post . 
The terminal connection includes shims 2 and 
 3 adapted fo fit about the post   and a gripping 
member 4 having springable projections 5 and 
 B having respectively handles  7 and  8 thereon. 
The handles are compressed to release the ter- 
minal 8 and shims 2 and  from the post  
The shims  2 and   respectively have grooves 
for receiving the springable portions 5 and 
The connector g is recessed ai 2 fo receive 
cable wires 22 and has wing portions 2 and 
A clamp plate 2'5 is extended over the cable wires 
22 and marie secure to the wing portions 2 and 
by bolts 20 and 2L 
In operation, the handles ] and 5 are 
squeezed so as to eniarge the space between the 
projections  5 and   and to allow the projections 
|5 and B fo be extended downwardly over the 

2 
shims 12 and I 3. Upon release oï the projections 
|5 and |0, the shims will be clamped against the 
post I l. 
The parts can be either cadmium or lead coated 
5 and the terminal member I and spring projec- 
tions are formed of tempered steel to retain the 
proper pressure upon the shims. If will be seen 
that there is no nut and bo!t arrangement to 
corrode or fo ramper with and remove. Vhere 
1O there is corrosion, the shim units can be easfly 
removed fo leave a clean post and other shims 
can be added. Accordingly, the installation can 
be ruade quickly and without special tools. 
While various changes may be marie in the 
15 detail construction, it shall be understood that 
such changes shall be within the spirit and scope 
of the present invention as defined by the 
pended claire. 
Having thus set îorth and disclosed the nature 
20 of out invention, what is claimed is: 
A battery terminal connection comprising semi- 
cylindrical shims adapted to be placed about a 
battery terminal post, a terminal member having 
spring projections curved and opposingly 
25 ing respective shims and means for clamping 
cable wiies to the terminal member, said shims 
having iecesses therein receiving the spring pro- 
jections, said spring projections having handle 
portions thereon and adapted to be squeezed to 
30 release the sprlng projections from the recesses 
of the shims. 
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